AMENDMENT NO. 1 JULY 2021 
TO 
IS 13825 : 1993 HOUSEHOLD SEWING MACHINES — 
ARM SHAFT FRONT BUSH — SPECIFICATION 


(Page 2, Fig. 2, TYPE A) — Substitute the following figure for the existing: 


Q [p.0os | 
©]0.015 


UW 0.100 


ALTERNATE DIMENSION=27.946/27.934 
ALTERNATE DIMENSION=12.718/12.700 


N6 


28.030 


1) Fitting diameter with arm casting / body. 
2) Bore diameter for arm shaft assembly. 


ALL DIMENSIONS IN MILLIMETRES 


Fic. 2 DIMENSIONS FOR ARM SHAFT FRONT BusH 
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